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10 March 1958 


Dear Side 

It is requested thet Prototype M Rack (Serial #3) and 
N Rack (Serial #3), now being used to test System IV, be 
sent to Customer #1 at once for replacement of Engineering 
Breadboard M Rack Serial #2 and N Rack Serial #1. Upon 
receipt the Engineering breadboards will be returned te you 
for modifications and use in System IV preduction, M Rack 
Serial #4 and N Rack Serial #4 scheduled for delivery in 
March and May are to be sent to Headquarters via Maywood 


Dapot, 
Sincerely, 
Dan 
Distribution: 
Orig - 25X1 
g2 - A-l101, Section, F.2, 
3 = ESO (Iams) 
4-D f Materiel (Howe) 
25X1 5. 
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